USB DRIVER 


O 
ICOM 


Thank you for using the Icom Download Service. 


INSTALLATION GUIDE 


Please read this installation guide before installing the USB driver into your PC that is connected to the USB 
(Universal Serial Bus) port (B type) of the transciever with the USB cable (purchase separately). 
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*For Windows 2000: Refer to the instructions of Windows XP. 


1. OVERVIEW 


System requirements 


Item requirements 


A PC which supports the following OS (Operating Sys- 
tem) is required; 

* Microsoft® Windows Vista® 

¢ Microsoft® Windows® XP 

* Microsoft® Windows® 2000 


~ 
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GY NOTE: 

*The USB driver is not supported for Microsoft® 
Windows® XP (64 bit). 

¢ Icom is not responsible for whole performance of 
the PC that supports above OS. 

ein this installation guide, the above OSs are de- 
scribed as “Windows Vista,” “Windows XP” and 
“Windows 2000.” 


Before installation: 

¢ When installing the software, log on as the admin- 
istrator. 

¢ Make sure no other applications are running. 


¢ USB cable (A-B type/purchase separately) 


¢ PC (with USB 1.1 or 2.0) 
¢ Installed audio player 


GY NOTE: 

¢PC software (purchase separately) may be re- 
quired. (p. 15) 

¢ The transceiver connection may not be recog- 
nized by the PC depending on the length of the 
USB cable. Using as short a USB cable as pos- 
sible is recommended. 
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Icom, Icom Inc. and the Icom logo are registered trademarks of Icom 
Incorporated (Japan) in the United States, the United Kingdom, Germany, 
France, Spain, Russia and/or other countries. 

Microsoft, Windows and Windows Vista are registered trademarks of Microsoft 
Corporation in the United States and/or other countries. 

All other products or brands are registered trademarks or trademarks of their 
respective holders. 


2. PRECAUTIONS 


Before connecting to the PC 


After installation 


The process of connecting the USB cable (purchase 
separately) between the transceiver and a PC may 
differ according to your OS. 

See the “Driver installation” on pgs. 3 to 10 for details. 


¢ After the driver installation is completed, the USB 
cable can be connected regardless of the OS. 

¢ The USB driver installation is required for each unit, 
because of the COM port number difference. 


Important 


¢ Audio from the USB port may cut out or audio con- 
trol with the PC software may get late because of 
the PC performance (including OS, environment, 
etc.) 

¢ Audio from the USB port may cut out when the CPU 
load increases. 

¢ The audio device settings of OS may be changed 
when the transceiver is connected to the PC. 

¢lcom is not responsible for proper operation when 
connecting the transceiver and the PC through an 
USB hub. 


e USB driver uninstallation 
If the USB driver uninstallation is performed, the 
connected unit (when the USB driver is installed) 
cannot be used. 

¢ USB driver re-installation 
The USB driver installation is required for each 
unit, because of the COM port number difference. 


3. PREPARING 


Before installing the USB driver 

Icom HP gives the USB driver download service. 
Before installing the USB driver, download the com- 
pressed file. 


NOTE: 

¢ Icom is not responsible for any damage or lack of 
data resulting from the use of the USB driver. 

¢ In this installation guide, the USB driver software 
ver. 1.00 is used for description. 
(e.g. Folder name: “CD-301501-001”) 


i 


This number may differ depending 
on the software version. 
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4. DRIVER INSTALLATION 


Windows Vista 


NOTE: 


¢ NEVER connect the transceiver to the PC with the USB cable (purchase separately) until the USB driver 


installation has been completed. 


¢ The USB driver for Windows Vista does not support the automatic recognition system. 


The displayed dialogue boxes, indications or oper- 
ations may differ slightly from the following instruc- 
tions according to your system conditions or envi- 
“2 ronment. 


WAGs 


@) Make sure that the transceiver is not connected to 
the PC. 
@ Start up Windows. 
* Quit all other application if running. 
@) Double-click the “WinVista” folder. 
eThe folder construction: “CD-301501-001” — 
“Driver” > “WinVista” 
inate! 


Jie > CD-301501-001 » Driver » Winvista > 12 ae 
DQ omene~ 7 Bumto di v 


Name Size Type Date modified Location ~ 
Files Currently on the Disc (6) 
File Folder 7/8/2008 11:41 AM Files Currently on] 
File Folder 7/8/2008 11:41 AM Files Currently on 


#AcPa1ONVCPInstaller 292KB Application 3/1/2007 1212 PM Files Currently on 
on. 


setup 1KB Configuration Set... 3/1/2007 12:12 PM 
@Pstabbus 12KB Security Catalog 3/1/2007 1212 PM 
@) stabbus 6KB Setup Information 3/1/2007 12:12 PM 
Aatabser 12KB SecurityCatalog —-3/1/20071212PM_— Fi 
“~ B)slabw2k 5KB Setup Information 3/1/200712412PM__Files Currently on| 


acne Double click 


4B Driver 
J WinVista 


@ Double-click the “CP210xVCPinstaller.exe” to start 
up the USB driver installer. 


=o x) 


Ie —— >) 
Organize ve Bumtod v 
woketins Name Size Type Date modified 
Files Currently on the Disc @) 
File Folder 7/8/2008 11:41 AM 
File Folder 7/8/200811:81 AM Fi 
292KB Application 3/1/2007 1212 PM 
phere ene a or . 3/172007 1212 PM 
More slabbus ut 3/1/2007 12:12 PM on 
vation 3/1/2007 1212 PM __Files Currently on| 
3/1/2007 1212PM Files Currently on 
3/1/2007 1212 PM Files Currently on 


Folders 


Double click 


4) CD-301501-001 
4B Driver 


@ “A program needs your permission to continue” dia- 
logue box appears as below. 
Click [Continue]. 


©) Aprogram needs your pe mission to con 


If you started this program, continue. 
we Driver Installation Utility 
vy Silicon Laboratories Click 


Y) Details 


User Account Control helps stop unauthorized changes to your computer. 


© Verify the installation location, then click [Install]. 


#4 Silicon Laboratories CP210x USB to UART Bridge Driver Installer [x=] 


al Silicon Laboratories 
Silicon Laboratories CP210x USB to UART Bridge 


Installation Location: Driver Version 4.40 


| C:\Program Files\Silabs \MICU\CP210x\ Cl i ck 


Change Install Location... 


@ Windows starts scanning for the system, then starts 
installing the USB driver. 


Copying Driver Files 


Please wait while driver files are copied... 


Please wait while system is scanned ... 


(8) After the installation is completed, click [OK]. 
¢ Restarting the PC is recommended. 


Success ex] 


ti) Installation completed successfully 


Click 


«= Continues to the next page 


4. DRIVER INSTALLATION 


Windows Vista (Continued) 


@)After restarting the PC, connect the transceiver to 
the PC with the USB cable as shown below. 
¢ Be sure to connect the USB cable correctly and not up- 
side down. 


LB icx_ 0008S 0 


To USB port 
Va 
Type B 


USB cable 


Transceiver 
(Rear panel) 


(0 Turn the transceiver power ON. 
¢ “Installing device driver software” appears as below. 


* . . x 
Installing device driver software 
Click here for status. 


() After the dialogue appears as below, USB driver 
installation has been completed. 


——= vA 


“ffl Your devices are readytouse ~ 


Device driver software installed successfully. i 


4. DRIVER INSTALLATION (Continued) 


Windows XP 


NOTE: 


BE SURE to connect the transceiver to the PC with the USB cable (purchase separately) before installing the 


USB driver. 


The displayed dialogue boxes, indications or oper- 
ations may differ slightly from the following instruc- 
tions according to your system conditions or envi- 
/7 ronment. 


D>Yy 


Make sure that the transceiver is not connected to 
the PC. 

(2) Start up Windows. 
* Quit all other application if running. 

(3)Connect the transceiver to the PC with the USB 
cable as shown below. 
* Be sure to connect the USB cable correctly and not up- 

side down. 


ck 


Transceiver 


To USB port (Rear panel) 


Type B 


USB cable 


@ Turn the transceiver power ON. 
¢ “Found New Hardware” appears as below. 


4D Found New Hardware x 
CP2102 USB to UART Bridge Controller 


(5) The “Welcome to the Found New Hardware Wizard” 
will come up as below. 
Select “No, not this time,” then click [Next>]. 


Found New Hardware Wizard 


Welcome to the Found New 
Hardware Wizard 


Windows will search for current and updated software by 
locking on your computer, on the hardware installation CD, or on 
the Windows Update Web site (with your permission} 


Read our privacy policy 


Can Windows connect to Windows Update to search for 
software? 


O Yes, this time only 
OYes now and every time | connect a device 


Select (simtass 


Click Next to continue. Click 


@®Select “Install from a list or specific location 
(Advanced),” then click [Next>]. 


Found New Hardware Wizard 
Welcome to the Found New 
Hardware Wizard 
This wizard helps you install software for 


CP2102 USB to UART Bridge Controller 


*) If your hardware came with an installation CD 
<@ or floppy disk. insert it now. 


‘What do you want the wizard to do? 
es (Danrveennntnctt 


DDVinab all thn anbhuinre aebnen atic: 
Select ( @insialiiens ister specie location Advanced] i) 


Click Next to continue. Click 


@ Select “Search for the best driver in these locations.” 
then select “Include this location in the search,” and 
click [Browse]. 


Found New Hardware Wizard 


Please choose your search and installation options. 


Select (@ search for the best civer in these locations. 


Use the check boxes below to limit or expand the default search, which includes local 
paths and removable media. The best driver found will be installed. 


Search removable media (floppy, CD-ROM...) 


Select us 
2 
O Don't search. | will choose the driver to install. 


Choose this option to select the device driver from a list. Windows does not guarantee that 
the driver you choose will be the best match for your hardware. 


< Back l Nest > ] Cancel 


«= Continues to the next page 


4. DRIVER INSTALLATION 


Windows XP (Continued) 


Select the “Win” folder, then click [OK]. 
eThe folder construction: “CD-301501-001” — 
“Driver” = “Win” 


Browse For Folder 


‘Select the folder that contains drivers for your hardware, 


Desktop 
& (2 My Documents 
= & my computer 


3 < Local Disk (C:) 
I  Cb-301501-001 
T=) 


To view any subfolders, cick Click tove. 


@®Click [Next>]. 


Found New Hardware Wizard 
Please choose your search and installation options. Nw 


S 


© Search for the best driver in these locations. 


Use the check boxes below to limit or expand the default search, which includes local 
paths and removable media. The best driver found will be installed, 


Search removable media (floppy, CD-ROM...) 
¥] Include this location in the search: 
C:\CD-301501-001 \Driver \Win 


) (Browse) 
© Dont search. | will choose the diver to install. 


Choose this option to select the device driver from a list. Windows does not guarantee that 
the driver you choose will be the best match for your hardware. 


Click 


<ek ([e) | oe 


@®The Wizard starts searching for the driver and 
shows the dialogue below during search. 


Found New Hardware Wizard 


Please wait while the wizard searches... 


@ P2102 USB to UART Bridge Controller 


() After the driver is found, the “Hardware Installation” 
dialogue box appears as below. 
Click [Continue Anyway] to start the installation. 


Hardware Installation 


The software you are installing for this hardware: 
CP210x USB Composite Device 


has not passed Windows Logo testing to verily its compatibility 
with Windows XP. (Tell me why this testing is important.) 


Continuing your installation of this software may impair 


or destabilize the correct operation of your system 
either immediately or in the future. Microsoft strongly 
recommends that you stop this installation now and 
contact the hardware vendor for software that has 
passed Windows Logo testing. 


Click 
(Comet STOP Installation ] 


(2 Windows starts installing the USB driver. 


Found New Hardware Wizard 


Please wait while the wizard installs the software... S| 


ra CP210x USB Composite Device 


slabunin2k.exe 
To CAWINDOWS \system32 


(COCCCCCEEEEee eee 


Completing the Found New 
Hardware Wizard 


The wizard has finished installing the software for 


. CP210x USB Composite Device 


Click Finish to close the wizard. : 
Click 


(4 After clicking [Finish], the dialogue appears as below. 


4) Found New Hardware x 
P2102 USB to UART Bridge Controller 


(5 The “Welcom to the Found New Hardware Wizard” 
will come up again to install the USB serial port 
driver. 

Select “No, not this time,” then click [Next>]. 


Found New Hardware Wizard 


Welcome to the Found New 
Hardware Wizard 
\Windows will search for current and updated software by 


locking on your computer. on the hardware installation CD, or on 
the Window's Update Web site (with your permission} 


Read our privacy policy 
Can Windows connect to Windows Update to search for 


software? 


O Yes, this time only 
O Yes now and every time | connect a device 


Selec 


Click Next to continue. Click 


Cancel 


t= Continues to the next page 


4. DRIVER INSTALLATION 


Windows XP (Continued) 


d@Select “Install from a list or specific location 
(Advanced),” then click [Next>]. 


Found New Hardware Wizard 
Welcome to the Found New 
Hardware Wizard 
This wizard helps you install software for: 


P2102 USB to UART Bridge Controller 


(©). If your hardware came with an installation CD 
‘> or floppy disk, insert it now. 


‘What do you want the wizard to do? 
BN Nanna Nae enna me tenet nly (Dannnnnnrtecl 


Select ( © instailttemn’s ister specific location Advanced} 


Click Next to continue. Click 


@ Select “Search for the best driver in these locations.” 
then select “Include this location in the search:”, 
and click [Browse]. 


Found New Hardware Wizard 


Please choose your search and installation options. 


Select (© Search for the best civer in these locations. 


Use the check boxes below to limit or expand the default search, which includes local 
paths and removable media. The best driver found will be installed. 


Search removable media (floppy, CD-ROM...) Click 
Select (Minctude this location in the search: Ic 
O Dont search. | will choose the driver to install. 


Choose this option to select the device driver from a list. Windows does not guarantee that 
the driver you choose will be the best match for your hardware. 


< Back Nest > Cancel 


Select the “Win” folder, then click [OK]. 
eThe folder construction: “CD-301501-001” — 
“Driver” > “Win” 


Browse For Folder 


Desktop 

& (Qj My Documents 

& & my Computer 
Local Disk (C:) 


& © b-301501-001 


To view any subfolders, cick CliCK tove. 


Sone 


(9 Click [Next>]. 


Found New Hardware Wizard 
Please choose your search and installation options. So 


SS 


© Search for the best driver in these locations. 


Use the check boxes below to limit or expand the default search, which includes local 
paths and removable media. The best driver found will be installed. 


Search removable media (floppy, CD-ROM...) 
[¥] Include this location in the search: 
C:\CD-301501-001\Driver\win 


¥| [Browse J 
© Don't search. | will choose the diver to install. 


Choose this option to select the device driver from a list. Windows does not guarantee that 
the driver you choase will be the best match for your hardware. 


Click 


<Back |J[__Net> | | Cancel 


@)The Wizard starts searching for the driver and 
shows the dialogue below during search. 


Found New Hardware Wizard 


Please wait while the wizard searches... 


Q CP2102 USB to LIART Bridge Controller 


% 


@)) After the driver is found, the “Hardware Installation” 
dialogue box appears as below. 
Click [Continue Anyway] to start the installation. 


Hardware Installation 


The software you are installing for this hardware: 
(CP210x USB to UART Bridge Controller 


has not passed Windows Logo testing to verily its compatibility 
with Windows XP. (Tell me why this testing is important.) 


Continuing your installation of this software may impair 
or destabilize the correct operation of your system 
either immediately or in the future. Microsoft strongly 
recommends that you stop this installation now and 
contact the hardware vendor for software that has 
passed Windows Logo testing. 


Click 


Continue Anyway OP Installation 


@ Windows starts installing the USB driver. 


Found New Hardware Wizard 


Please wait while the wizard installs the software... 


S 
Sy 
¥ CP210k LISB to UART Bridge Controller 


slabomnt sys 
To CAWINDOWS \system32\DRIVERS 


(Guneensnseeeseussnsessueuuuunennn) 


Completing the Found New 
Hardware Wizard 


The wizard has finished installing the software for 


3 CP210k USB to UART Bridge Controller 


Click Finish to close the wizard. 


@ After clicking [Finish], the dialogue appears as below. 
¢ Restarting the PC is recommended. 


4D Found New Hardware x 
Your new hardware is installed and ready to use. 


4. DRIVER INSTALLATION (Continued) 


Windows 2000 


NOTE: 


BE SURE to connect the transceiver to the PC with the USB cable (purchase separately) before installing the 


USB driver. 


The displayed dialogue boxes, indications or oper- 
ations may differ slightly from the following instruc- 
tions according to your system conditions or envi- 
77 ronment. 


CRDRRO 


@ Make sure that the transceiver is not connected to 
the PC. 

(2) Start up Windows. 
* Quit all other application if running. 

(3)Connect the transceiver to the PC with the USB 
cable as shown below. 
* Be sure to connect the USB cable correctly and not up- 

side down. 


Transceiver 
(Rear panel) 


To USB port 


USB cable 


@ Turn the the transceiver power ON. 
e “Found New Hardware” appears as below. 


Found New Hardware 


s CP2102 USB to UART Bridge Controller 


Installing ... 


(©) The “Found New Hardware Wizard’ will come up as 
below. 
Click [Next>]. 


Found New Hardware Wizard 


Welcome to the Found New 
Hardware Wizard 


This wizard helps you install a device driver for a 
hardware device. 


To continue, click Next. 


Click 


©Select “Search for a suitable driver for my device 
(recommended),” then click [Next>]. 


Found New Hardware Wizard 


Install Hardware Device Drivers SN 
A device dhiver is a software program that enables a hardware device to work with [uae 
an operating system. 


This wizard will complete the installation for this device: 

a CP2102 USB to UART Bridge Controller 

A device driver is a software program that makes a hardware device work. Windows 
needs driver files for your new device, To locate driver files and complete the 
installation click Next. 


‘What do you want the wizard to do? 


Cc pe alist of the known drivers for this device so that | can choose a specific 
river 


Click 


@ Select “Specify a location,” then click [Next>]. 


Found New Hardware Wizard 


Locate Driver Files Se 
‘Where do you want Windows to search for driver files? y 


Search for driver files for the following hardware device: 
a P2102 USB to UART Bridge Controller 


The wizard searches for suitable drivers in its driver database on your computer and in 
any of the following optional search locations that you specily. 


To start the search, click Next. If you are searching on a floppy disk or CD-ROM drive, 
insert the floppy disk or CD before clicking Next. 
Optional search locations: 
1 Floppy disk drives 
T_PN-RAM driver 
Select (¥ Spesiisiecaiion 


aT: aanslIpdete 


Click 
Click [Browse...]. 
Found New Hardware Wizard xi 
& aneet eee ee disk into the drive 
Cancel 
Click 


Copy manufacturers files from: 


[EWwmoows bene =] 


«= Continues to the next page 


4. DRIVER INSTALLATION 


Windows 2000 (Continued) 


@ Select “slabbus.inf’ in the “Win” folder, then click 
[Open]. 
eThe folder construction: “CD-301501-001” — 
“Driver? — “Win” 
I 2x! 
awe SSSS™S™~™tstYS 


elect 
“slabbus.inf” 


[3] slabwdm. inf 


Click 


|slabbus.inF hd 


My Network P... 


Files of type: [Setup Information (“in) % Taree | 


0 Click [OK]. 


Found New Hardware Wizard xi 
Inset the manufacturer's installation disk into the dive F 
23) selected. and then click OK. Click 
Lance! 
‘Copy manufacture’ les fom: 


[F:\CD-01501-001 Driver win 


() When the driver is found, the following dialogue is 
displayed. 
Click [Next>] to start the installation. 


Found New Hardware Wizard 


Driver Files Search Results CN 
The wizard has finished searching for diver files for your hardware device. ty 


The wizard found a driver for the following device: 
&» CP2102 USB to UART Bridge Controller 


‘Window's found a driver for this device. To install the driver Windows found, click Next. 


& FACD-301501-001\driver\win\slabbus, inf 


(2 After the installation is completed, click [Finish]. 


Found New Hardware Wizard 


Completing the Found New 
Hardware Wizard 


} CP210x USB Composite Device 


‘Windows has finished installing the software for this device. 


To close this wizard, click Finish, Click 


(3 The “Found New Hardware Wizard” appears again. 
Click [Next>]. 


Found New Hardware Wizard 


Welcome to the Found New 
Hardware Wizard 


This wizard helps you install a device driver for a 
hardware device. 


To continue, click Next, 


Click 


(4 Select “Search for a suitable driver for my device 
(recommended),” then click [Next>]. 


Found New Hardware Wizard 


Install Hardware Device Drivers y 
Acdevice driver is a software program that enables a hardware device to work with 
an operating system, 


This wizard will complete the installation for this device: 
& CP2102 USB to UART Bridge Controller 


Addevice driver is a software program that makes a hardware device work. Windows: 
needs driver files for your new device. To locate driver files and complete the 
installation click Next. 


What do you want the wizard to do? 


Click 


< Back Next> Cancel 


(5 Select “Specify a location,” then click [Next>]. 


Found New Hardware Wizard 


Locate Driver Files CN 
‘Where do you want Windows to search for driver files? er, 


Search for driver files for the following hardware device: 
a CP2102 USB to UART Bridge Controller 


The wizard searches for suitable drivers in its driver database on your computer and in 
any of the following optional search locations that you specify. 


To start the search, click Newt. Ifyou are searching on a floppy disk or CD-ROM drive, 
inset the floppy disk or CD before clicking Next. 
Optional search locations: 

I Floppy disk chives 


TF CD-ROM drives 
Select (Fisaiauaa 


muuws Update 


Click 
oe (Cee 


«= Continues to the next page 


4. DRIVER INSTALLATION 


Windows 2000 (Continued) 


(6 Click [Browse...]. 
Found New Hardware Wizard By 3<j 


Insert the manufacturer's installation disk into the drive 
‘seded anithen lek Ok 
Cancel 


Copy manufacturer's fles ftom: Click 


C:\WINDOWS\Desktop x 


@ Select “slabw2k.inf” in the “Win” folder, then click 
[Open]. 
eThe folder construction: 
“Driver” — “Win” 


“CD-301501-001” — 


Locate File 2\x' 
Look jn: [SI Win y] «© 
E 3 slabbus.inf 
7 


History 


uf | Select 
“slabw2k.inf” 


My Documents 


My Computer Click 
ge 
as - 
= File name: /slabw2k.inF 
MyNeWokP 
Fies oftype: —[Setupinfomatontn) ———~=~SO*~*~*~*«wS*d Cancel 
Click [OK]. 
Found New Hardware Wizard x | 
Insert the manufacture’ installation disk into the dive F 
selected, and then click OK. Click 
‘Lance! 
Copy manufacturer's files from: 


\F :\CD-301501-001\Driver \win 


10 


(9 When the driver is found, the following dialogue is 
displayed. 
Click [Next>] to start the installation. 


Found New Hardware Wizard 


Driver Files Search Results 
The wizard has finished searching for driver files for your hardware device. 


The wizard found a driver for the fallowing device: 
® P2102 USB to ART Bridge Controller 


Windows found a driver for this device. To install the driver Windows found, click Next. 


& f:\CD-301501-001\driver\win\slabw2k. inf 


Click 
<Back Cancel 


@0 After the installation is completed, click [Finish]. 
¢ Restarting the PC is recommended. 


Found New Hardware Wizard 


Completing the Found New 
Hardware Wizard 


¢ CP210x USB to UART Bridge Controller 


‘Windows has finished installing the software for this device. 


To close this wizard, click Finish, Cl ick 


5. COM PORT CONFIRMATION 


After the driver installation is completed, confirming the driver availability and the port number is recommended. 


Windows Vista 


Windows XP 


@® Start up Windows. 

@ Right click “Computer,” then select “Properties.” 
¢ “Computer’ is available in <Start> menu. 

@) “System” screen appears as below. 
Click [Device Manager]. 


View basic information about your computer 


Windows edition 
Windows Vista™ Ultimate 


@ syst tect 
CP Nacoheh Copyright © 2006 Microsoft Corporation. All rights reserved. 


@ Advanced system settings 


a eS a RP ee 


@ In case “User Account Control” dialogue box ap- 
pears as below, click [Continue]. 


to continue 


Computer Management Snapin Launcher 
Microsoft Windows 
Click 


User Account Control helps stop unauthorized changes to your computer. 


(Y) Details 


©) “Device Manager” screen appears. 
Click “+!” of “Ports (COM&LPT).” 
© Confirm “CP210x USB to UART Bridge Controller 
(COM*)” is displayed. 
e lf “!’ or “x” indicator is displayed on the “Device Man- 
ager” screen, the driver may not be installed properly. 
Un-install the USB driver then reinstall in such cases. 
Y “x” is the COM port number, that is used for the 
Y communication setting with the utility software. 


| m/e 
4-4 Computer 
cay Disk drives 


@ Click “|+)” 
cs) Display adapt 
{ell OvO/c0-8o//af YF Ports (COM & LPT) 
} 1} Communications Port (COM1) 
¥d ECP Printer Port (LPT) 


=H | 


oS@ Network adapters 
(o-=9, PCMCIA adapters 
a Ports (COM & LPT) 
1} Communications Port (COM1) 
*} ECP Printer Port (LPT1) 
* CP210x USB to UART Bridge Controller (COM8) 
VL Processors 


g)a] Sound, video and game controllers 
(8-<> Storage controllers 

eq System devices 

@- @ Universal Serial Bus controllers 


@ Check the COM port number. 
(In this example, the USB serial 
COM port number is “8.”) 


Y or Windows 2000: 
Y Refer to the following instructions because the 
Y operations of Windows 2000 are similar to Windows 


SS 
aa 


@ Start up Windows. 

(® Right click “My Computer,’ then select “Properties.” 
¢ “My Computer’ is available in <Start> menu. 

(3) “System Properties” screen appears as below. 
Click [Hardware] tab and then click [Device Man- 
ager]. 


System Properties 


Click 


ane i 
ComputerName | | Hardware 
Device Manager 


= The Device Manager lists allthe hardw " °  * talled 


| "System Restore | 
| General | 


on your computer. Use the Device Man CICK + the 


properties of any device. 
Device Manager 


@ “Device Manager’ screen appears. 
Click “+!” of “Ports (COM&LPT).” 
@® Confirm “CP210x USB to UART Bridge Controller 
(COM*)” is displayed. 
e If “!” or “x” indicator is displayed on the “Device Man- 
ager” screen, the driver may not be installed properly. 
Un-install the USB driver then reinstall in such cases. 
GY “*” is the COM port number, that is used for the 
7 communication setting with the utility software. 


~ 


&, Device Manager 


Eile Action Yiew Help 


Computer 
[Se Disk drives 
(4 @ Display adapters 
[#2 DVD/CD-ROM drive, 
fi a Human InterFace] , B 
a 4 WE ATAJATEA cont s — 


O Click “/+|” 


nw Ports (COM & LPT) 
=4 Communications Port (com) 


1 Bl PCMcI4 adapters 
=) Y Ports (COM & LPT) 
9 Communications Port (COM1) 
a’ CP210x USB to UART Bridge Controller (COMB) 
Y ECP Printer Port (LPT1) 


‘Processors 
(#)®, Sound, video and game controllers 


4 System devices 
# Universal Serial Bus controllers 


@ Check the COM port number. 
(In this example, the USB serial 
COM port number is “8.”) 
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6. DRIVER UNINSTALLATION 


The displayed dialogue boxes or indications may differ slightly from the following instructions according to your 


system conditions, or environment. 


Windows Vista Windows XP 
® Start up Windows. G, For Windows 2000: 
@ Select the “Control Panel” in the Start menu. Y 


¢The control panel appears as shown in the next step 
below. 
@) Click the “Uninstall a program.” 
¢ The “Uninstall or Change a Program” menu appears. 


Jel > Controi Pane! > 


System and Maintenance 
Get started with \dov 
Back up your cor 


Securit 
Check for updates 
Check this computer's security status 


Appearance and Personalization 
Ry, Change desktop background 
Customize colors 

Adjust screen resolution 


MB Clock, Language, and Region 


-—y Programs 
Ka Uninstall 2 program 
a 


Chanae startup programs 


@ Double-click “Silicon Laboratories CP210x USB to 
UART Bridge (DriverRemoval).” 


© In case “User Account Control” dialogue box ap- 
pears as below, click [Continue]. 


If you started this action, continue. 


(¥) Details 


Computer Management Snapin Launcher 
Microsoft Windows 


Click 


User Account Control helps stop unauthorized changes to your computer. 


© The “Confirm Uninstall” appears. 
Click [Uninstall] to uninstall the program from the 
PC. 
¢ The uninstallation starts. 


(x) Silicon Laboratories CP210x USB to UART Bridge Driver Uninstaller 


Xd 


Installation Location: Driver Version 4.40 


C:\Program Files\Silabs\MCUSCP210%\ Click 


Silicon Laboratories 
Silicon Laboratories CP210x USB to UART Bridge 


@ After the uninstall is completed, click [OK]. 
¢ Restarting the PC is recommended. 


Success 


fi) Driver has been successfully uninstalled 


Click 
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Y Refer to the following instructions because the 
Y operations of Windows 2000 are similar to Windows 


@® Start up Windows. 
(2 Select the “Control Panel’ in the Start menu. 
¢The control panel appears as shown in the next step 
below. 
(3) Click the “Add or Remove Programs.” 
¢ The “Add or Remove Programs” menu appears. 


Iv ~ Control Panel 


Pick a category 


B switch to Classic view 


2 Printers and Other Hardware 


7. 


we 
TR opearance and themes 
& 


See Also 


®W Windows Update 

@) Help and Support 

{© Other Control Panel 
‘Options 


cel Network and Internet 


Connections y_ User Accounts 


| | “ 
ie Bate, Time, Language, and 
Add or Remove Programs C | ic k Sena Gotione 
\ So 
‘ 
Add or Remove Programs 


@ Select “CP210x USB to UART Bridge Controller.” 
then click [Change/Remove]. 


1% Add or Remove Programs 


& Currently installed programs: (1 Show updates Sort by: | Name v 
Change or A 
Remove 
Programs 
Add New . 
Programs fe CP210x USB to UART Bridge Controller Click | 
© To change this program or remove it from your computer, click Change/RemoyP. 
Add/Remove 
Windows 
nanents 


@® The “Ready to uninstall CP210x USB to UART 
Bridge Controller Driver?” appears. 
Click [Yes] to uninstall the program from the PC. 
¢ The uninstallation starts. 


Notification 


QD Ready to uninstall CP210x USB to UART Bridge Controller Driver? 


© After the uninstall is completed, click [OK.] 
¢ Restarting the PC is recommended. 


Notification (&) 


Uninstall Successfull 


Click 


7. FOR YOUR REFERENCE 


When the transceiver is connected to a PC with the USB cable (purchase separately), remote control operation can 


be performed with the CI-V command. 


The transceiver has the USB-Serial convert function, so the PC recognizes the connected transceiver as COM port 


and the CI-V control software can be used. 


Simultaneous use of the [USB] and [REMOTE] jacks are available. 


COM Port setting 


To change the COM Port number setting, connect the transceiver to the PC and then turn the transceiver power ON 


after the driver installation is completed. 


<Windows Vista> 


@® Start up Windows. 

(2) Right click “Computer,” then select “Properties.” 
¢ “Computer’ is available in <Start> menu. 

(3) “System” screen appears as below. 
Click [Device Manager]. 


View basic information about your computer 


Windows edition 
Windows Vista™ Ultimate 
Copyright © 2006 Microsoft Corporation. All rights reserved. 


@ In case “User Account Control” dialogue box ap- 
pears as below, click [Continue]. 


G ) Windows needs your permission to continue 
J ) 


If you started this action, continue. 
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(¥) Details 


Computer Management Snapin Launcher 
Microsoft Windows 


Click 


User Account Control helps stop unauthorized changes to your computer. 


(©) “Device Manager’ screen appears. 
Right click “CP210x USB to UART Bridge Controller 
(COM*)” and then click “Properties.” 


G “x” is the COM port number, that is used for the 
7% communication setting with the utility software. 


Action View Help 
ml S| =f | | oS 
a) MANUALG-PC 
()-¢ Computer 
Disk drives 
a, Display adapters 
3 DVD/CD-ROM drives 
} oS Human Interface Devices 
G)- ig IDE ATA/ATAPI controllers 
f- @ IEEE 1394 Bus host controllers 
(<2 Keyboards 


FA B- 


a Network adapters 
(4) PCMCIA adapters 


BS "F Ports (com &t Right-click 


i Update Driver Software... 
| Disable 
| Uninstall 


Processors 
Sound, video and game controllers 


> Storage controllers 


*#o40 


Systemi devices | Scan for hardware changes 


Click 


| @ Universal Serial Bus controllers 


| Opens property sheet for the current selection. 
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© Click [Port Settings] tab, then click [Advanced...]. 


f CP210x USB to UART Bridge Controller (COM5) Properties D. 


| Gener i Port Settings lj iriver 


CHICK pers 
Paty 
Bow con 


Details 


@ Set the desired COM port number, then click [OK]. 


(ieee COMS i 
[W] Use FIFO buffers (requires 16550 compatible UART) ‘ 
Click 
Select lower settings to corect connection problems. 
Cancel 

Select higher settings for faster performance (eGomealas| 

Receive Buffer: Low (1) Q High (14) 14) 

Transmit Buffer: Low (1) Q Hich (ie) (16) 


once (Jet 


Click [OK] to close the screen. 


- 
CP210x USB to UART Bridge Controller (COM5) Properties 


General 


Port Settings 


Driver 


Details 


Bape sent 
Paty 
Bow can 


{. Advanced... [ Restore Defauits | 


7. FOR YOUR REFERENCE 


COM Port setting (Continued) 


<Windows XP> 


For Windows 2000: 

Refer to the following instructions because the 
operations of Windows 2000 are similar to Windows 
4 XP. 


WMQ Qs 


@ Start up Windows. 

(2) Right click “My Computer,’ then select “Properties.” 
¢ “My Computer’ is available in <Start> menu. 

(3) “System Properties” screen appears as below. 
Click [Hardware] tab and then click [Device Man- 
ager]. 


System Properties 


Autoz— 


, 
Device Manager 


The Device Manager lists all the hardw. 2) talled 
on your computer. Use the Device Man Click :the 


properties of any device. 
Device Manager 


| System Restore | 
| General | 


Computer Name 


@ “Device Manager’ screen appears. 
Right click “CP210x USB to UART Bridge Controller 
(COM*)” and then click “Properties.” 


Y “x” is the COM port number, that is used for the 
7% communication setting with the utility software. 


©, Device Manager 
File Action Yiew Help 
«-° FG 283 =Bea 
Computer 
=e Disk drives 
} 2 Display adapters 
<2 DVD/CD-ROM drives 
(gy Human Interface Devices 
(+) Sy IDE ATA/ATAPI controllers 
(+) Gp IEEE 1394 Bus host controllers 
(+) Se Keyboards 
(4). ) Mice and other pointing devices 
(+) Modems 
(+) Monitors 
(+) i Network adapters 
go 5 PCMCI4 adapters 


=| Ports (COM & LPT} Right-click 
¥ en 


esmee sane 


*) 


re} 


Cores 


9 Uidate Driver... 
Processors Disable 
®, Sound, video and game controllers Uninstall 


Comsc sme seecd 


System devices Scan For hardware changes 
Universal Serial Bus controllers : 


Properties i || 
a 


Click 
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©) Click [Port Settings] tab, then click [Advanced...]. 
CP210x USB to UART Bridge Controller (COMB) Propert... ['? |[] 
Click 


Bits per second: 


Data bits: 


Parity: 


Stop bits: 


Elow control: 


Restore Defaults 
Click 


© Set the COM port number if desired, then click 
[OK]. 


Advanced Settings for COM9 


Click (Ca) 


Select lower settings to correct connection problems. 
Cancel 


Select higher settings for faster performance. 


Defaults 


Receive Buffer: Low (1) | High (14) (14) 


Transmit Buffer. Low (1) 


QJ Hishite) 18) 


@ Click [OK] to close the screen. 


CP210x USB to UART Bridge Controller (COMB) Propert... ["? |[] 


| General) Port Settings | Driver |) Details| 


Bis pe second | | 


Data bits: | 8 


Parity: | None 


Stop bits: | 1 


Elow control: |Nrne = (ti(ité‘ 


Advanced... Restore Defaults 


7. FOR YOUR REFERENCE (Continued) 


About audio 


[Installed audio player] (Windows standard software, etc.) 
When using the audio software (e.g. Windows standard software; Microsoft® Sound Recorder, etc.), the following 
operations can be performed; 


¢ Received audio output to the PC. 
¢ Modulation input from the PC. 


ZG The ‘Modulation input’ setting must be set as “USB” for modulation input from the PC. 
Y See the appropriate page on the transceiver’s instruction manual for details of settings. 
PC software (purchase separately) is additionally required when the following operations are performed; 


Please read the supplied instruction manual of the PC software for the operation details. 


¢ Monitoring the received audio with the speaker that is connected to the PC. 
¢ Modulation input for the PC microphone’s audio. 
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